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PLYMOUTH  CONGREGATIONAL  CHURCH 
Miami's   most  historic  church,  in   lovely  Coconut 
Grove.    Founded  in   1897;  built  of  native  coral 
rock.  Famous  as  "The  Church  in  the  Garden". 
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